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[NARA RG104, Entry 1, Box 162] 


Office of V.T. Hills & Co, Wholesale Grocers. 

No. 59 North Sandusky Street. 

Delaware, Ohio, February 17, 1890. 

Director U.S. Mint 
Philadelphia 

Dear Sir: 

The enclosed coins came to us from one of our customers. When we received it, it was 
whole and appeared all right except a small crack at one point on the edge. We supposed it had 
been filled and pried it open, but it seems to test all good and to be correct weight. If a good coin 
please remit us its value. 

Respy. 

V.T. Hills, Ceo. 



